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Message Text 


UNCLASSIFIED 

PAGE 01 ABU DH 01321 220642Z 

12 

ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 /018W 

000149 

R 220800Z JUN 75 

FM AMEMBASSY ABU DHABI 

TO COMMONWEALTH ELECTRIC CO., 

1901 Y. STREET, 

P.O. BOX 81827, 

LINCOLN, NEBRASKA 68501. 

INFO USDOC WASHDC 
SECSTATE WASHDC 3071 

UNCLAS ABU DHABI 1321 

ATTN: MR. PAUL C. SCHORR, III, PRESIDENT 

E.O. 11652: NA 
TAGS: BEXP, TC 

SUBJ: TENDER DOCS FOR 132 KV. LINE UMM ANNX 

ALAIN 

PROJECT 

REF: A) CEC LETTER DATED 06/1 1/75 
B) STATE 137235 

1. EMBASSY COULD NOT COLLECT DOCS. FOR 132 KV. 

LINE PROJECT AS PAYMENT HAS TO BE IN UAE DIRHAMS 
EITHER CASH OR CHECK DRAWN ON ANY ABU DHABI BANK. 
SUGGEST CEC CABLE TRANSFER AMOUNT TO FIRST NATIONAL 
CITY BANK, ABU DHABI, TO ORDER OF EMBASSY. UPON 
RECEIPT EMBASSY WILL COLLECT DOCS AGAINST CASH 

AND SEND REGISTERED MAIL. 

2. CHECK FOR DOLLARS 15 COLLECTED. CHECK FOR DOLLARS 
430 WILL BE RETURNED ALONG WITH DOCS. 

3. AMOUNT DOLLARS 430 WILL NOT RPT. NOT COVER COST 
OF DOCS. PRESENT RATE IS ONE DOLLAR EQUALS DHS. 3.942. 
SUGGEST CEC ALLOWS FOR SMALL DAILY FLUCTUATION IN THIS 
UNCLASSIFIED 

UNCLASSIFIED 
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RATE. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ABUDFI01321 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D75021 7-0387 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750626/aaaaaxay.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 CEC LETTER DATED 06/11/75 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 FEB 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13 FEB 2003 by PhilliR0>; APPROVED <10 MAR 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TENDER DOCS FOR 132 KV. LINE UMM ANNX AL AIN 
TAGS: BEXP, TC 

To: COMMONWEALTH ELECTRIC CO 
Type: TE 
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